5530 Eastbourne Drive 
Springfield, VA 22151 
23 July 1992 8:38pm 


Mr. Harold Weisberg 
7627 Old Receiver Road 
Frederick, MD 21702 

Dear Mr. Weisberg: 

Thank you very much for the JAMA article... you were correct, it is an ex cathedra 
masterpiece. 

RE. the information on the rifle... I'm not exactly certain as to what it is that your seeking but 
there was a report published in March 1965 by the Chemical Research and Development 
Laboratories of Edgewood Arsenal entitled Wound Ballistics of 6.5mm Mannlicher-Carcano 
Ammunition. It was prepared by Olivier and Dziemian and was report CRDLR 3264. 

I don’t have a copy, or at least I don’t think I have it, unless it's hidden amongst this microfilm. 
I'll be bcick at work on Monday and will call Edgewood and the Army Materiel Command to see 
if I can track it down for you... if successful I'll give you a call. 

I quickly scanned Olivier and Dziemian 's testimony in Volume V and didn't see any reference 
to a CE relating to their work... may have missed it... and there aren't any exhibits listed under 
their names. 

If I'm not on the right track regarding the rifle drop me line. 

Regards to Mrs. Weisberg. 


Sincerely, 



John W. Masland 



